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Geoduck diver safety program PROP 15-04-138 
Geographic names, comittee on 
meetings MISC 15-02-082 
Map filing and recording 
fee PREP 15-02-079 
PROP 15-06-043 
Natural heritage advisory council 
meetings MISC 15-06-025 
MISC 15-11-074 


NATUROPATHY, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


NOXIOUS WEED CONTROL BOARD 
(See AGRICULTURE, DEPARTMENT OF) 


NURSING CARE QUALITY ASSURANCE COMMISSION 
(See HEALTH, DEPARTMENT OF) 


NURSING HOME ADMINISTRATORS, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


OLYMPIC COLLEGE 
Grievance procedure 


discrimination and harassment PROP 15-11-030 
Meetings MISC 15-03-062 
MISC 15-11-017 
Rules coordinator MISC 15-04-030 
Student conduct code 
various prohibitions PERM 15-03-078 
OLYMPIC REGION CLEAN AIR AGENCY 
Fees and related changes, various PROP 15-03-094 
PERM 15-07-073 
Meetings MISC 15-01-012 
Outdoor burning 
permits and fees 
Thurston County PROP 15-10-020 
PROP 15-11-047 


OPTOMETRY, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


OSTEOPATHIC MEDICINE AND SURGERY, BOARD OF 
(See HEALTH, DEPARTMENT OF) 


PARKS AND RECREATION COMMISSION 


Agenda MISC 15-04-137 
Ocean beaches 
wind/sand sailers, use of PROP 15-05-089 
PERM 15-10-013 
PENINSULA COLLEGE 
Student conduct PREP 15-03-069 
PREP 15-08-042 
PHYSICAL THERAPY, BOARD OF 
(See HEALTH, DEPARTMENT OF) 
PILOTAGE COMMISSIONERS, BOARD OF 
Agenda MISC 15-02-078 
Pilotage rates 
Puget Sound pilotage district PROP 15-08-013 
PERM 15-12-070 
Pilotage rules 
new pilots, limitation on PROP 15-02-047 
PERM 15-04-136 


PODIATRIC MEDICAL BOARD 
(See HEALTH, DEPARTMENT OF) 


POLLUTION CONTROL HEARINGS BOARD 
(See ENVIRONMENTAL AND LAND USE HEARINGS OFFICE) 


POTATO COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


PROCUREMENT, OFFICE OF STATE 
(See ENTERPRISE SERVICES, DEPARTMENT OF) 


PROFESSIONAL EDUCATOR STANDARDS BOARD 
(See EDUCATOR STANDARDS BOARD, PROFESSIONAL) 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


PROFESSIONAL ENGINEERS AND LAND SURVEYORS, BOARD general apportionment 
OF REGISTRATION FOR alternative learning experiences PERM 15-03-056 
(See LICENSING, DEPARTMENT OF) Highly capable students program EXPE 15-09-106 
Online learning 
PROSTATE CANCER SCREENING WORKGROUP multidistrict providers, approval of PREP 15-08-084 
(See BREE COLLABORATIVE) PROP 15-11-078 
Public hearing notices 
PSYCHOLOGY, EXAMINING BOARD OF school district accounting manual MISC 15-09-107 
(See HEALTH, DEPARTMENT OF) Special education 
due process hearing procedures PREP 15-07-062 
oe DEFENSE, OFFICE OF MISC 15-01-096 housekeeping changes i PREP 15-07-062 
eetings maintenance of effort calculations PREP 15-10-104 
MISC 15-06-010 restraint, isolation, aversive 
interventions PREP 15-07-062 
EEE A COMMISSION State-tribal education compact schools PREP 15-04-082 
commercial advertisers, records of, public ae Aa 
ines PRO, 15-007 PROP 1-08 
PERM 15-11-079 
Agenda MISC 15-04-072 : 
: Transportation 
vee PREP 15-06-066 allocation of operations funding, state 
PROP 15-09-099 charter schools PROP 15-07-104 
PERM 15-12-079 . PERM: 134015073 
resolving PREP 15-09-101 bus drivers 
Contributions qualifications 1 
disclosure of personal financial information charter schools and tribal compact 
dollar thresholds and reporting code schools PREP 15-01-150 
values PERM 15-01-066 buses _ 
officer, definition of PERM 15-01-067 operation of buses 
Hearings for enforcement PREP 15-09-101 charter schools and tribal compact 
Lobbyists schools PREP 15-01-151 
disclosure of expenditures replacement and depreciation allocation 
entertainment, gifts, receptions, etc., charter schools PROP 15-07-103 
expenses PERM 15-01-064 PERM 15-11-076 
Meetings MISC 15-01-038 charter schools and tribal compact 
schools PREP 15-01-148 
PUBLIC EMPLOYEES BENEFITS BOARD specifications 
(See HEALTH CARE AUTHORITY) charter schools and tribal compact 
schools PREP 15-01-149 
PUBLIC EMPLOYMENT RELATIONS COMMISSION student transportation program, state allocation for operations 
Grievance arbitration- charter schools and tribal compact 
school and community college schools PREP 15-01-147 
districts PERM 15-06-003 PREP 15-01-148 
Meetings MISC 15-08-009 
PUBLIC RECORDS OFFICERS 
PUBLIC INSTRUCTION, SUPERINTENDENT OF (See Issue 15-01 for complete list designated as of 12/29/2014) 
Academic achievement, accountability, and assessment Edmonds Community College MISC 15-12-057 
special, unavoidable circumstances, appeal process Financial institutions, department of MISC 15-03-022 
for PROP 15-01-169 Health, department of MISC 15-09-039 
S : : PERM 15-04-083 Health care authority MISC 15-12-059 
Administrative hearings Bryon aa Insurance commissioner, office of MISC 15-04-128 
E , . aai Retirement systems, department of MISC 15-03-030 
Administrative practices and 
d PREP 15-07-078 MISC 0713 06019 
aad PROP 13.12.118 Seattle Colleges MISC 15-04-080 
Biliteracy, state seal of PROP 15-06-055 Transportation, department of MISC 15-05-003 
Charter schools PREP oLa? PUBLIC WORKS BOARD 
PREP 15-01-148 (See COMMERCE, DEPARTMENT OF) 
PREP 15-01-149 
PREP 15-01-150 PUGET SOUND CLEAN AIR AGENCY 
PREP 15-01-151 Hazardous air pollutant emissions 
PROP 15-07-103 national standards 
PROP 15-07-104 perchloroethylene dry cleaners PROP 15-07-100 
PROP 15-09-140 PERM 15-10-015 
PERM 15-11-075 Meetings MISC 15-04-123 
PERM 15-11-076 Notice of construction 
Dropout reengagement dry cleaning equipment installations, 
eligibility, requirements, reporting PREP 15-05-022 planned PERM 15-01-172 
PROP 15-11-077 
jobs for Washington’s graduates PUGET SOUND PARTNERSHIP 
program EMER 15-05-031 Meetings MISC 15-02-002 
EMER 15-06-038 
emergency rules, rescinding EMER 15-05-048 PUGET SOUND SALMON COMMISSION 
Educator certification program (See AGRICULTURE, DEPARTMENT OF) 
fees PREP 15-09-121 
Finance REAL ESTATE APPRAISER COMMISSION 
charter schools PROP 15-09-140 (See LICENSING, DEPARTMENT OF) 
emergency school closure PREP 15-05-088 
PROP 15-09-105 REAL ESTATE COMMISSION 
PERM 15-12-113 (See LICENSING, DEPARTMENT OF) 
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RECORDS 
(See LOCAL RECORDS COMMITTEE; STATE RECORDS 
COMMITTEE) 


RECREATION AND CONSERVATION FUNDING BOARD 
(See RECREATION AND CONSERVATION OFFICE) 


RECREATION AND CONSERVATION OFFICE 
Habitat and recreation lands coordinating group 


meetings MISC 15-03-095 
Invasive species council 

meetings MISC 15-02-013 
Recreation and conservation funding board 

agenda MISC 15-02-012 

meetings MISC 15-03-077 

various possible changes PREP 15-08-076 


PROP 15-11-080 
Salmon recovery funding board 


agenda MISC 15-02-012 
meetings MISC 15-03-076 

MISC 15-08-075 
various possible changes PREP 15-04-129 


RED RASPBERRY COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


REHABILITATION COUNCIL, WASHINGTON STATE 
Meetings MISC 15-01-027 
MISC 15-07-030 


RENTON TECHNICAL COLLEGE 
Meetings MISC 15-05-072 
MISC 15-10-036 
Student conduct code and hearing 
procedures PROP 15-03-096 
PERM 15-11-013 


RETIREMENT SYSTEMS, DEPARTMENT OF 
Annuities and services credits, purchasing 


additional PREP 15-09-137 
Catastrophic disability allowance PREP 15-09-133 
Public records officer MISC 15-03-030 


MISC 15-06-019 


REVENUE, DEPARTMENT OF 
Agenda MISC 15-03-089 
Excise tax and exemptions 
agricultural products, sales by 


farmers PERM 15-01-007 
appeals PREP 15-02-088 
apportionable activities, minimum nexus 

thresholds PERM 15-04-004 


avoidance of taxes 
transactions and arrangements for tax 


avoidance PERM 15-09-004 
bad debts, treatment under various 
taxes PREP 15-05-040 


PROP 15-10-057 
campers, trailers, and motor vehicles 


sales to nonresidents PERM 15-01-106 
cemeteries, crematories, and 
columbaria PROP 15-12-122 
withdrawals PROP 15-11-070 
cigarettes PERM 15-01-107 
commute trip reduction incentive PERM 15-03-019 
coupons and discount vouchers, use 
of PREP 15-05-058 
PROP 15-12-081 
credit card service fees PREP 15-05-058 


PROP 15-12-081 
employees and persons engaging in 


business PREP 15-11-100 
farming for hire and horticultural services for 

farmers PERM 15-01-007 
financial institutions PERM 15-04-004 
food and food ingredients PERM 15-01-006 
foreign currency, purchases with PREP 15-05-058 


PROP 15-12-081 
funeral establishments and prearrangement service 


contracts PROP 15-12-122 

withdrawals PROP 15-11-070 

leasehold excise tax and exemptions PERM 15-04-103 
Index 
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"make ready" services, payments to dealers 


for PREP 
PROP 
manufacturer’s new employee tax 
credits PREP 
PROP 


manufacturing, processing for hire, fabricating 
machinery and equipment for marijuana manufacturing, 


etc. PERM 
manufacturing and research/development 
sales and use tax deferral PREP 
PROP 
marijuana PERM 
PERM 
PERM 
minimum nexus thresholds PERM 
motor vehicle lemon law PROP 
motor vehicles, campers, and trailers 
sales to nonresidents PERM 


motor vehicles, trailers, and parts 
sales to and use by certain motor 


carriers PROP 
natural gas, brokered, use tax PERM 
natural gas, compressed or liquefied 
transportation fuel, for use as PERM 
PERM 
natural gas, liquefied or compressed, and 
propane PERM 
out-of-state businesses PROP 
patronage dividends PREP 
PROP 
personal property, tangible 
interstate sales PROP 
warranties and service contracts PERM 
public utility tax PERM 
radio and television broadcasting PERM 
real estate excise tax PERM 
reseller permits PERM 
returned or defective goods PROP 
selling price or sales price PREP 
PROP 
surveys for certain adjustments PERM 
timber PERM 
PREP 
PROP 
tobacco products PERM 
trailers, campers, and motor vehicles 
sales to nonresidents PERM 
travel agents and tour operators PREP 
use tax 
natural gas, brokered PERM 
personal property PERM 
Forest land and timber 
forest land values PERM 
stumpage value tables PERM 
PREP 
PROP 
timber excise taxes PERM 
PREP 
PROP 
Intercounty utilities and transportation 
companies PREP 
PROP 


Interpretive statements (including excise tax advisories) 
affiliated qualified employers of record B&O 


deduction MISC 
economic nexus minimum thresholds MISC 
Getty Images decision, impact of MISC 
low-density light and power utility 

deduction MISC 
published determinations, withdrawal 

of MISC 
telecommunications, for internet access, retail sales 

tax MISC 


Open space taxation 
agricultural land 
valuation, including interest rate and property tax 
component PERM 
definitions PERM 
rate of inflation 
deferred special benefit assessments, calculating interest 
land no longer classified 


15-05-058 
15-12-081 


15-07-063 
15-11-093 


15-01-005 


15-06-047 
15-10-051 
15-01-005 
15-01-006 
15-01-007 
15-04-004 
15-12-081 


15-01-106 


15-09-090 
15-04-001 


15-01-005 
15-04-104 


15-04-104 
15-05-067 
15-05-058 
15-12-081 


15-05-067 
15-09-005 
15-04-047 
15-01-126 
15-02-018 
15-01-005 
15-12-081 
15-05-058 
15-12-081 
15-04-002 
15-01-095 
15-07-050 
15-10-073 
15-01-107 


15-01-106 
15-04-066 


15-04-001 
15-02-017 


15-01-095 
15-01-095 
15-07-050 
15-10-073 
15-01-095 
15-07-050 
15-10-073 


15-05-077 
15-09-089 


15-10-060 
15-04-100 
15-04-003 
15-11-022 
15-07-079 


15-09-095 


15-01-166 
15-03-093 


15-01-166 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


timber land classification 
designated forest land program, merging 
with PERM 15-03-017 
Property tax 
abatements, credits, deferrals, and refunds 


refunds, rate of interest on PERM 15-01-166 


exemptions 
nonprofit organizations, associations, and 
corporations EXPE 15-02-063 
public meeting hall, etc. PREP 15-03-083 


various PERM 15-07-021 
levy limits, increasing due to 
renewable energy facilities 
notices, electronic transmission 
Public records access 
various changes to rules 
Real estate excise tax 
Ships and vessels, assessment and taxation 
commercial vessels EXPE 15-04-052 
PERM 15-09-023 
Utilities and transportation companies, intercounty 
assessment and taxation PREP 15-05-077 
PROP 15-09-089 


PERM 15-03-087 
PERM 15-03-087 


PERM 15-01-105 
PERM 15-02-018 


RULES COORDINATORS 
(See Issue 15-01 for complete list designated as of 12/29/2014) 
Clover Park Technical College MISC 15-04-011 
Edmonds Community College MISC 15-12-056 
Environmental and land use hearings 
office MISC 15-11-097 
Green River Community College MISC 15-06-007 
Health care authority MISC 15-02-052 
MISC 15-11-037 
Olympic College MISC 15-04-030 
Seattle Colleges MISC 15-04-081 
Secretary of state MISC 15-03-007 
Transportation, department of MISC 15-05-004 
Washington State University MISC 15-09-077 
Western Washington University MISC 15-08-006 
SALMON RECOVERY FUNDING BOARD 
(See RECREATION AND CONSERVATION OFFICE) 
SEATTLE COLLEGES 
Affirmative action rules, repealing PROP 15-02-068 
PERM 15-10-050 
Meetings MISC 15-01-127 


MISC 15-09-002 
MISC 15-12-017 
Name, changing from Seattle Community 


College PERM 15-02-072 
Public records officer MISC 15-04-080 
Rules coordinator MISC 15-04-081 
Traffic rules and regulations 

parking, special exemptions PROP 15-02-069 

SECRETARY OF STATE 
Address confidentiality program PREP 15-12-112 
Elections 

various possible changes PREP 15-06-046 

Rules coordinator MISC 15-03-007 


SEED POTATO COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


SENTENCING GUIDELINES COMMISSION 
(See FINANCIAL MANAGEMENT, OFFICE OF) 


SHORELINES HEARINGS OFFICE 
(See ENVIRONMENTAL AND LAND USE HEARINGS OFFICE) 


SKAGIT VALLEY COLLEGE 
Meetings MISC 15-07-032 
MISC 15-07-034 


SOCIAL AND HEALTH SERVICES, DEPARTMENT OF 


Agenda MISC 15-06-052 
Aging and adult services 
adult family home minimum licensing requirements 
residential client protection program, removing 
references PREP 15-01-180 


PROP 15-10-092 


various changes to rules 


assisted living facility licensing rules 


residential client protection program, removing 


references 


PREP 
PERM 
PROP 


PREP 
PROP 


certified community residential services and supports 


residential client protection program, removing 


references 


training and fingerprint 
requirements 
various other possible changes 
contracted residential care services 
adult residential care 


assisted living 
enhanced adult residential care 


various additional changes 
enhanced services facilities 
generally 


resident client protection program 


home and community services and programs 
adult day services 
adult day care and adult day health, 
differentiating 
provider practice changes 
adult protective services 


home care agencies 
electronic timekeeping for 
employees 
withdrawals 
provider responsibilities 
residential client protection 
program 


long-term care services 
community first choice state plan 
option 


community options program entry 
system 


definitions 
enhanced services facilities 


in-home care hours 
medicaid personal care 


New Freedom 
nursing, private duty 
volunteer chore, changing name 
WAC references, updating 
nursing facility medicaid payment system 
medicaid residents 
nursing facility cost reports 
resident funds 


settlement securities 


nursing homes 
minimum licensing requirements 


preadmission screening and resident review 


(PASRR) 
residential habilitation centers 


residential client protection program, removing 


references 


Background checks 
children’s administration background 
checks 


PREP 
PROP 


PREP 
PREP 


PREP 
PROP 
PREP 
PREP 
PROP 
PREP 


PREP 
EMER 
PREP 
PROP 


PERM 
PERM 
PREP 
PROP 


PREP 
PREP 
PREP 


PREP 
PROP 


PROP 
PERM 


PROP 
PERM 
PROP 
PERM 
PROP 
PROP 
PROP 
PERM 
PREP 
PREP 
PROP 
PERM 
PERM 


PROP 
PERM 
PROP 
PERM 
PROP 
PERM 
PROP 
PERM 


PREP 


PROP 


PREP 
PROP 


PERM 
PERM 


15-01-180 
15-03-037 
15-10-092 


15-01-179 
15-10-094 


15-01-177 
15-10-096 


15-12-084 
15-12-084 


15-06-056 
15-10-105 
15-06-056 
15-06-056 
15-10-105 
15-06-056 


15-10-041 
15-10-056 
15-01-175 
15-10-093 


15-01-174 
15-01-174 
15-01-181 
15-10-100 


15-03-029 
15-08-087 
15-08-014 


15-01-181 
15-10-100 


15-08-071 
15-11-049 


15-08-071 
15-11-049 
15-09-100 
15-01-085 
15-09-100 
15-09-100 
15-08-071 
15-11-049 
15-06-057 
15-05-078 
15-04-074 
15-07-074 
15-03-038 


15-05-017 
15-09-025 
15-05-017 
15-09-025 
15-05-017 
15-09-025 
15-05-017 
15-09-025 


15-07-003 


15-12-096 


15-01-176 
15-10-095 


15-03-070 
15-03-071 


Index 


developmental disabilities 
administration 


employee background checks 


EXPE 
PERM 
PROP 
PERM 


Behavioral health services (see also "Mental health" below) 


complaint process and grievance 
system 
Cash assistance 
aged, blind, or disabled (ABD) 
program 


withdrawals 
housing and essential needs (HEN) referral 
program 
withdrawals 
income and eligibility 
self-employment income 


medical assistance references, 
removing 


withdrawals 
payments, standards for 
medical institutions and facilities, persons in 
CPI payment standard 


WorkFirst 


withdrawals 
Child care agencies, licensing of 
child placing agency and adoption 
services 
foster homes 


group care facilities and services 
overnight youth shelters 
Child protective services 
founded CPS findings 
personal service 
review 
Deaf and hard of hearing services 


sign language and intermediary interpreters for court 


proceedings 
Developmental disabilities services 
alternative living 
assessments and reassessments 
background checks 


community crisis stabilization service 
program 


community residential service business training 
requirements 

companion homes 
provider training 
various changes 

disabilities, intake and determination 
of 

division of developmental disabilities, changing 
name 


home and community based services waivers 
individual and family services (IFS) 


ICF/MR program and reimbursement system 
revising name, etc. 
individual and family services (IFS) 


medicaid benefits, continuing 


state supplementary payment 
program 


Index 


PROP 


PERM 
PERM 
PROP 


PERM 
PROP 


PROP 
PERM 


PREP 
PERM 
EMER 
PROP 
PROP 


PREP 
PROP 
PERM 
PROP 
PREP 
PERM 
PREP 
PROP 


PERM 
PERM 
EXPE 
PERM 
PERM 


EXPE 
PERM 


PERM 


PREP 
PREP 
EXPE 
PERM 


PROP 
PERM 


PROP 


PREP 
PREP 


PERM 


PREP 
PROP 


PROP 
EMER 


EXPE 
EXPE 
PERM 
PROP 
PREP 
EMER 
PREP 
EMER 
PROP 


PREP 
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15-04-112 
15-09-068 
15-01-094 
15-05-030 


15-03-057 


15-02-006 
15-03-031 
15-02-022 


15-02-006 
15-02-022 


15-03-074 
15-09-135 


15-01-182 
15-02-006 
15-02-010 
15-05-043 
15-02-022 


15-03-073 
15-08-063 
15-12-021 
15-02-042 
15-08-088 
15-09-037 
15-09-093 
15-12-089 


15-01-069 
15-01-069 
15-08-048 
15-01-069 
15-01-069 


15-05-019 
15-01-099 


15-01-075 


15-09-114 
15-12-060 
15-04-112 
15-09-068 


15-03-058 
15-08-081 


15-11-072 


15-09-116 
15-09-116 


15-01-021 


15-06-036 
15-11-065 


15-09-024 
15-12-072 


15-02-048 
15-07-053 
15-09-069 
15-09-024 
15-09-092 
15-01-055 
15-07-007 
15-09-028 
15-11-073 


15-05-045 
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various changes PREP 15-05-076 
PROP 15-12-073 
Domestic violence 
child welfare services, including foster care 
Indian children PREP 15-11-090 
shelters for victims PROP 15-09-007 
Food assistance 
Basic Food 
allotments and standards, annual adjustments 
to PERM 15-02-041 
change of circumstance, reporting by categorically 
eligible PREP 15-01-182 
EMER 15-02-010 
PROP 15-05-043 
PERM 15-09-036 
EMER 15-09-078 
eligibility 
"disability," amending rules regarding definition 
of PREP 15-10-038 
income deductions 
medical expenses of elderly or persons with 
disabilities PREP 15-08-047 
overpayments PREP 15-01-178 
withdrawals PREP 15-02-035 
residency verification PROP 15-01-049 
PERM 15-05-010 
various changes EMER 15-04-036 
PREP 15-06-036 
PREP 15-06-054 
PROP 15-11-065 
Washington combined application project (WASHCAP) food 
benefits PREP 15-01-178 
PERM 15-02-041 
PREP 15-05-039 
PREP 15-06-054 
work requirements for ABAWD PREP 15-04-009 
food assistance program (FAP) 
change of circumstance, categorically eligible 
reporting PREP 15-01-182 
EMER 15-02-010 
PROP 15-05-043 
PERM 15-09-036 
EMER 15-09-078 


Foster care (see also "Child care agencies, licensing of" above) 
traveling overnight or out-of-state EXPE 15-03-079 
Foster care (see also "Child care agencies, licensing of" and "Domestic 
violence" above) 


disciplining of children EXPE 15-08-048 
Interpretive and policy statements 
aging and long-term support administration 
home and community services, division 
of MISC 15-02-044 
MISC 15-02-045 
MISC 15-03-047 
developmental disabilities administration 
federal rules compliance transition 
plan MISC 15-02-045 
waivers MISC 15-06-069 
economic services administration 
child support, division of MISC 15-03-001 
MISC 15-05-016 


Mental health (see also "Behavioral health services" above) 
community mental health and involuntary treatment programs 
single bed certification 
inpatient treatment in certain 


facilities EMER 15-01-193 
EMER 15-09-122 
PROP 15-11-085 

Spoken language interpreters and 
translators PERM 15-07-008 
EXPE 15-12-067 
WorkFirst PROP 15-02-042 
PREP 15-08-088 
PERM 15-09-037 
PREP 15-09-093 
withdrawals PROP 15-12-089 

SPOKANE, COMMUNITY COLLEGES OF 

Meetings MISC 15-02-058 
Standards of conduct PREP 15-05-085 
PREP 15-08-082 
PROP 15-11-096 
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Traffic rules and regulations PREP 15-05-046 
PROP 15-09-097 
STATE BOARD OF EDUCATION 
(See EDUCATION, STATE BOARD OF) 
STATE BOARD OF HEALTH 
(See HEALTH, DEPARTMENT OF) 
STATE CAPITOL COMMITTEE 
(See ENTERPRISE SERVICES, DEPARTMENT OF) 
STATE EMERGENCY RESPONSE COMMISSION 
(See MILITARY DEPARTMENT) 
STATE INDEPENDENT LIVING COUNCIL (SILC) 
(See INDEPENDENT LIVING COUNCIL, STATE) 
STATE PROCUREMENT, OFFICE OF 
(See ENTERPRISE SERVICES, DEPARTMENT OF) 
STATE RECORDS COMMITTEE 
Meetings MISC 15-01-014 
STRAWBERRY COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 
STUDENT ACHIEVEMENT COUNCIL 
Name of agency, changes to indicate PERM 15-02-021 
Reciprocity agreements with other 
states PERM 15-02-021 


SUPERINTENDENT OF PUBLIC INSTRUCTION 
(See PUBLIC INSTRUCTION, SUPERINTENDENT OF) 


SUPREME COURT 
Appeal, rules on 
appellate procedure, rules of 


court reporters and verbatim reports MISC 15-01-030 
proceedings reports, transcriptionists, electronic 
recording MISC 15-01-031 
General application, rules of 
admission and practice rules 
continuing legal education MISC 15-09-018 
limited license legal technicians MISC 15-03-034 
MISC 15-03-035 
MISC 15-07-023 
general rules 
family law courthouse facilitators MISC 15-09-017 
records of court, destruction, sealing, and redaction 
of MISC 15-09-014 
superior court transcripts, official 
certified MISC 15-01-031 
judicial information system committee rules 
electronic court record systems MISC 15-01-016 
lawyer conduct, enforcement of 
trust accounts MISC 15-09-015 
rules of professional conduct 
limited license legal technicians MISC 15-03-036 
MISC 15-08-029 
Limited jurisdiction, courts of 
administrative rules 
electronic recording of proceedings MISC 15-01-031 
civil rules 
record on trial de novo, transmission 
of MISC 15-01-031 
criminal rules 
jurors, post-trial contact with MISC 15-09-019 
infraction rules 
monetary penalty schedule MISC 15-11-031 
Superior court, rules for 
civil rules 
court reporters and depositions MISC 15-01-030 
court reporters and electronic 
recording MISC 15-01-031 
testimony, transcripts of MISC 15-01-031 
various additional changes MISC 15-09-016 
criminal rules 
electronic recording log MISC 15-01-031 
jurors, post-trial contact with MISC 15-09-019 
jurors’ orientation MISC 15-01-015 
release of accused MISC 15-01-032 


special proceedings rules 
criminal 


court reporters, filing of notes by MISC 
TACOMA COMMUNITY COLLEGE 
Meetings MISC 
TAX APPEALS, BOARD OF 
Meetings MISC 
MISC 
MISC 
MISC 
MISC 
TRAFFIC SAFETY COMMISSION 
Meetings MISC 
TRANSPORTATION, DEPARTMENT OF 
Commute trip reduction (CTR) 
program PROP 
Contractors, prequalification of 
various changes to rules PERM 
Public records officer MISC 
Rules coordinator MISC 
Transit vehicle stop zones PERM 
Transportation commission 
express toll lanes 
T-405 rate and policy setting PROP 
PERM 
ferries and toll bridges 
ferry fares and vessel charter rates PREP 
SR 520 Bridge PREP 
EXPE 
PERM 
Tacoma Narrows Bridge PREP 
PROP 
PERM 
interpretive and policy statements 
Tacoma Narrows Bridge toll setting 
policy MISC 
MISC 
meetings MISC 
Vehicle size and weight 
oversize loads 
pilot/escort vehicle and operator 
requirements PROP 
safety equipment for special permit 
moves PROP 


TRANSPORTATION COMMISSION 
(See TRANSPORTATION, DEPARTMENT OF) 


TRANSPORTATION IMPROVEMENT BOARD 


LED streetlight program PREP 
various updates and changes PREP 
TREE FRUIT RESEARCH COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 
UNIFORM LAW COMMISSION 
Meetings MISC 
UNIVERSITY OF WASHINGTON 
Agenda MISC 
Libraries, regulations for PREP 
PROP 
Meetings MISC 
MISC 
MISC 
MISC 
MISC 
Policy statements and orders MISC 
UTILITIES AND TRANSPORTATION COMMISSION 
Agenda MISC 
Electric companies 
adoption-by-reference dates, revising EXPE 
PERM 
conservation and renewable energy 
acquisition of minimum quantities PROP 
energy usage metering PREP 
Energy Independence Act PERM 
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15-01-031 


15-04-006 


15-04-027 
15-04-028 
15-07-027 
15-07-028 
15-07-029 


15-09-055 


15-09-066 


15-01-170 
15-05-003 
15-05-004 
15-02-019 


15-04-135 
15-08-038 


15-09-125 
15-05-027 
15-07-101 
15-12-010 
15-04-005 
15-08-008 
15-12-013 


15-05-028 
15-10-001 
15-08-037 


15-01-022 
15-01-022 


15-05-009 
15-05-009 


15-04-031 


15-03-027 
15-06-058 
15-09-132 
15-01-020 
15-03-075 
15-06-053 
15-10-052 
15-12-004 
15-03-028 


15-01-090 


15-01-053 
15-06-048 


15-07-044 
15-05-082 
15-07-043 


Index 


Subject/Agency Index 


(Citation in bold type refer to material in this issue) 


Gas companies 


adoption-by-reference dates, revising EXPE 15-01-053 

PERM 15-06-048 

energy usage metering PREP 15-05-082 
Household goods carriers 

adoption-by-reference dates, revising EXPE 15-01-053 


PERM 15-06-048 

Motor carriers 
adoption-by-reference dates, revising EXPE 15-01-053 
PERM 15-06-048 

Railroad companies 


adoption-by-reference dates, revising EXPE 15-01-053 
PERM 15-06-048 
crossings PREP 15-11-092 
Rules 
correcting typo, grammar, and punctuation 
errors EXPE 15-01-053 
Solid waste and/or refuse collection companies 
adoption-by-reference dates, revising EXPE 15-01-053 
PERM 15-06-048 
Telecommunications 
industry, competitive changes in, rule changes due 
to PERM 15-08-043 
Transportation companies, passenger and private nonprofit 
adoption-by-reference dates, revising EXPE 15-01-053 


PERM 15-06-048 


VETERANS AFFAIRS, DEPARTMENT OF 
Veteran-owned business certification 


program PREP 15-12-027 
Veterans affairs advisory committee 

generally PREP 15-12-036 
Veterans homes PREP 15-12-028 


VETERINARY BOARD OF GOVERNORS 
(See HEALTH, DEPARTMENT OF) 


VOLUNTEER FIREFIGHTERS AND RESERVE OFFICERS, 
BOARD FOR 
Billing procedures 
payment, process for receiving PERM 15-01-063 
Meetings MISC 15-03-097 
MISC 15-04-012 


WALLA WALLA COMMUNITY COLLEGE 
Meetings MISC 15-06-018 
MISC 15-08-019 
MISC 15-10-085 


WASHINGTON HEALTH BENEFIT EXCHANGE 
(See HEALTH BENEFIT EXCHANGE, WASHINGTON) 


WASHINGTON STATE HISTORICAL SOCIETY 
(See HISTORICAL SOCIETY, WASHINGTON STATE) 


WASHINGTON STATE PATROL 


Agenda MISC 15-02-083 
Emergency communications database PREP 15-12-049 
Equipment 
generally PREP 15-12-046 
lighting requirements EXPE 15-12-052 
load fastening devices PREP 15-12-047 
towing businesses PREP 15-12-048 


Fire protection 
guard animals, posting premises protected 


by EXPE 15-12-050 
Weighing requirements for vehicles, exemption 
to EXPE 15-12-083 
WASHINGTON STATE UNIVERSITY 
Agenda MISC 15-01-164 
Facilities use PREP 15-05-071 
Health and safety regulations 
WSU Pullman PREP 15-02-075 
Meetings MISC 15-01-010 


MISC 15-04-015 
MISC 15-08-003 
MISC 15-09-057 
MISC 15-10-062 
MISC 15-10-071 
MISC 15-10-082 


Index 
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Parking and traffic regulations 


Rules coordinator 
Student conduct 


WESTERN WASHINGTON UNIVERSITY 
Agenda 
Meetings 


Rules coordinator 


WHATCOM COMMUNITY COLLEGE 
Meetings 


WINE COMMISSION 
(See AGRICULTURE, DEPARTMENT OF) 


PROP 
PERM 
MISC 
PERM 
PREP 
PROP 
PERM 


MISC 
MISC 
MISC 
MISC 


MISC 


15-05-070 
15-11-036 
15-09-077 
15-01-080 
15-01-163 
15-05-069 
15-11-041 


15-03-032 
15-02-071 
15-06-017 
15-08-006 


15-01-110 


